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TO 


INFO 



25X1A 


FOR 


logs cmm 

WE ARC NOT RECEIVING PROMPT REPLYS TO MANY 

( IN Hi Wib»I »N 4lt9|) 

OUR CON«MTS. FOR EXAMPLE \H \ [ u WAS S ‘ A1CD 

THAT GUIDANCE IS NECESSARY IN REGARD TO USE OF SYSTEM 1 IF 

required also there is no test equipment for SYSTEM 3. DO YOU 

CCS 1 RE THESE SYSTEMS INSTALLED ON OPERATIONAL MISS SONS 5 I «• 

SO THIS IS A PROBLEM AREA* 

2 . respectfully request our cable traffic receive closer 

ATTENTION SO THAT MATTERS DISCUSSED ARE NOT LEFT HANGING* 

1 SOMETIMES GETS US 


25X1A 


3. IT IS MY OPINION THAT 


25X1A 


IN TROUBLE BECAUSE OTHER SECTIONS CONCERNED DO NOT GET 
DISTRIBUTION. V£ HAVE BECL USING IT MORE CONSISTENTLY LATELY 

AT YOUR I NS I STANCE. 

END OF MESSAGE 


wcuMfirr no. 


NO BHaNOE IK OiASS. Q 

□ HtGUSUHU /A 

CUSS. CrtAfctt* TO^, TS c 

W*XT BiVtiW -- 

AUTHi HK 7 ii-2 


25X1 A 


BATti 


REVIEWS 


Approved For Release 3003/04/02: CrA-RDP89B00569R0003001 30076-2 

4 tfOUBJUkWiiM !> 

ret! 







